(a)     Cross Wall System

(b)     Spine Wall System

Fig. 2

Idealized Plan Arrangement of Structural Wall Panels  in Large
Panel Structures

In most LP systems, the walls transfer their loads directly to the substruc-
ture without an intermediate frame. This form of construction restricts open
Plans at any level. Thus it is most typically suited for multistory housing
.here walls have to be provided between apartments to resist fire and noise
transmission. Construction types considered under this investigative program
include solid, sandwich, ribbed, hollow core or composite wall panels.
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